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BILL NO. 5-87-12-0( 
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SPECIAL ORDINANCE NO. 5- ЖА 


AN ORDINANCE approving Civil City 
Purchase Order #01788, with Kelley 
Chevrolet, for the Animal Control 


Department of the City of Fort 
Wayne, Indiana. 


NOW, THEREFORE, BE IT ORDAINED BY THE COMMON COUNCIL 


OF THE CITY OF FORT WAYNE, INDIANA: 


SECTION 1. That Civil City Purchase Order #01788, 


between the City of Fort Wayne, by and through its Department 


of Purchasing and the Civil City Purchasing Agent, with Kelley 


Chevrolet, for the Animal Control Department, respectfully for: 


the purchase of Two (2) full size 
vans for the Animal Control Depart- 
ment; the cost of the vans is the 
lowest to the City, per the speci- 


fications in Reference #1310; 
involving a total cost of Twenty-Three Thousand 
Ninety-Nine and 34/100 Dollars ($23,499.34+/-), 
cularly set forth in said Purchase Order, which 
the Office of the Department of Purchasing, and 
incorporated herein, made a part hereof, and is 
things ratified, confirmed and approved. 


SECTION 2. That this Ordinance shall 


Four Hundred 

all as more parti- 
is on file in 

is by reference 


hereby in all 


be in full force 


and effect from and after its passage, and any and all necessary 


approval by the Mayor. 





APPROVED AS TO FORM 
AND LEGALITY л 


r гә 


Bruce O. Boxberger, City Attorney 


Councilmember 











- 


Read time іп full and on motion by ; 
seconded by $ , and duly adopted, read the second time 
by title and referred to the Committee A A A (and the City 
Plan Commission for recommendation) and Public Hearing to be held after 

due legal notice, at the Council Chambers, City-County Building, Fort Wayne, 















Indiana, on , the day of 
АЗ orc ар o'clock  .M.,E.S. 
pare; 4/0. 7 Y7 2 uto du. 
z 7 RK 
: Read the third time in full апа on motion by Lap TON 
seconded by 425 ; and duly adopted, placed оп Its 
passage. PASSED (LOST) by the following vote: 
AYES NAYS ABSTAINED ABSENT TO-WIT: 
TOTAL VOTES E ie f; 
BRADBURY = P ad 
BURNS Dai Te c 
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GiaQUINTA y siti em 
HENRY n cl „Же 
REDD OE Dp 
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STIER Lee A 
TALARICO Sd bets 
DATE иона 2 И 


SANDRA E. KENNEDY, CITY CLERK 


Passed and adopted by the Common Council of the City of Fort 





Wayne, Indiana, as (ANNEXATION) ) (APPROPRIATION) (GENERAL) | 
(SPECIAL) (ZONING | PE ORDINANCE --вввомоттону,/%о. 
оп the Ps day of 12 2729 Е 
АТТЕЅТ: TT (SEAL) N 
A | 
TX | 





жеу Me жесе дет e EE TORRES ДАГ ЖИН Cal asta J USE, TEE | 
SANDRA E. KENNEDY, CITY CLERK | PRESIDING OFFICER 
| 
Presented by me to the Mayor of the City/of Fort Wayne, Indiana, 
on the day of j жаз z 


at the hour of o'clock M ЕЕ Ох 


тыл ы a WE 


SANDRA E. KENNEDY, CITY CLERK 
Approved and signed by me this дау of y 


19 “лак the hour of o'clock M; yE S É. 


WIN MOSES, JR., MAYOR 
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CTTY OF FORT WAYNE 

DEPARTMENT ОҒ PURCHASING 

ONE MAIN STREET - ROOM 350 

FORT WAYNE, INDIANA 46802 
BID REFERENCE # 1310 
DATE | October 22, 1987 
DUE DATE Tuesday, November 17, 1987 at 11:00 A.M. 
Department receiving bid items Animal Control Department 

2225 DwengeroAvendüe . <  .— 7 


Fort Wayne; IN 46805 = J^ 
Bid Bond Required NO VES. Y AMOUNT 5% 





Performance Bond Required NO X YES AMOUNT 





Affirmative Action -Оп file with the City of Fort Wayne 
- Attached to this document 


Prompt payment discounts will be allowed as follows: % 
if paid within days. 


The City of Fort Wayne is exempt from Federal excise and Indiana 
State Sale Tax. The City's Indiana Sales Tax Exemption Certit- 
icate number is 356-001-255 0013, prices should not include these 
taxes. i 


The execution hereof by the bidder is acceptance of all terms and 
conditions herein and in that regard the bidder agrees to Бе 
bound by same and be bound to the amount of his/her bid for a 
period of ninety (90) days. 





Por 


QUALI ERE EIE 


Address (OOO LO. Tek FRSO A 
"OAS city 7. (2 зде IN YLKI 


SPECIFICATIONS FOR TWO(2) NEW, 1988 MODEL, VAN TYPE TRUCKS, INCLUDING ALL 
EQUIPMENT LISTED AS STANDARD IN MANUFACTURER'S PRINTED. LITERATURE 
DESCRIBING THE VEHICLES, UNLESS SUPERSEDED BY SPECIAL EQUIPMENT SPECIFIED 


HEREIN. 
i. G.V.W.: 
2: WHEELBASE: 


10: 


TI. 


12. 


CAB & INTERIOR: 


WINDSHIELD WIPERS: 


MIRRORS: 


е 


HEATER/DEFROSTER: 


SEATS: 


SEAT BELTS: 


COLOR: 


GAUGES: 


ENGINE: 


OIL FILTER: 


6,600 LBS. MINIMUM 


COMPLIANCE (2400 Jt 


125 INCHES MINIMUM 


COMPLIANCE /Э б^ 


STANDARD WITH DUAL  PADDED  VISORS, BLACK 
INSULATED RUBBER/VINYL FLOOR MATS, AM RADIO, 
CIGAR LIGHTER, RIGHT SIDE DOOR SLIDING WITH TIP 
OUT GLASS, REAR DOORS BOTH WITH TIP OUT GLASS 
AND REAR DOOR POSITIONERS 


COMPLIANCE 4 
2-SPEED ELECTRIC WITH WASHERS 

COMPLIANCE á 
TWO (2) OUTSIDE, 6" X 9", SWING-LOCK LOW PROFILE 


COMPLIANCE y AS 


HEAVY DUTY, FRESH AIR HIGH OUTPUT. AIR 
CONDITIONING WITH MANUAL CONTROL FRONT ONLY 


COMPLIANCE 


TWO (2) HEAVY DUTY, FULL FOAM, DRIVER AND RIDER 


COMPLIANCE V << 
COMPLIANCE VES 


COMPLIANCE y CS 


GAUGE-TYPE INDICATORS, AMP., ОШ, WATER 


COMPLIANCE Las 


8 CYLINDER, 5.0L MINIMUM WITH HEAVY DUTY COOLING 


COMPLIANCE у ES 


FULL FLOW, 1 QUART CAPACITY 


COMPLIANCE y 4$ _ 


DRIVER AND RIDER 


ONE SINGLE COLOR WHITE 


13: 


14. 


15: 


16. 


17. 


18. 


19: 


20. 


21% 


22. 


23. 


24. 


25. 


AIR CLEANER: 


ELECTRICAL SYSTEM: 


STANDARD 


COMPLIANCE Ves 
COMPLIANCE yes 


12 VOLT 


BATTERY/ALTERNATOR: HEAVY DUTY 70 AMP HOUR MAINTENANCE FREE, MIN. 


DIRECTIONAL SIGNALS: 


CAB DOME LIGHT: 


SHOCK ABSORBERS: 


BU MPERS: 


SPRINGS: 


AXLES: 


TRANSMISSION: 


REAR END: 


RUSTPROOFING: 


TIRES: 


100 AMP. ALTERNATOR ЖУУУП 
COMPLIANCE /00 9/20/77 


SELF-CANCEL, FRONT AND REAR 

COMPLIANCE 2 
INSTALLED FRONT AND ВЕАВ 

COMPLIANCE VZS 
HEAVY DUTY, FRONT AND REAR 

COMPLIANCE eS 
FRONT AND REAR 

COMPLIANCE V € 
HEAVY DUTY, FRONT AND REAR 


COMPLIANCE V ES 


FRONT - 3,400 LBS. MINIMUM CAPACITY 
REAR - 3,800 LBS. MNIMUM CAPACITY 


COMPLIANCE yes 
3-SPEED AUTOMATIC WITH EXTERNAL COOLER 

COMPLIANCE OVERDRIVE 
STANDARD AXLE RATIO 

COMPLIANCE С ‹ 
THE FRAME, CHASSIS, FENDERS AND BODY ЕТС., 


EXCEPT FOR DRIVESHAFT SHALL BE COMPLETELY 
RUSTPROOFED. RUSTPROOFING MUST BE IN 


- COMPLIANCE WITH FEDERAL MILITARY SPECIFICATIONS 


GSA SPEC. FED-STD-297A-2-22-75, ENTIRE VEHICLE MUST 
BE RUSTPROOFED BY A COMMERCIALLY ACCEPTABLE 
PROACTICE WITH WARRANTY INDICATED. 


COMPLIANCE VE © 
COMPLIANCE E 


5 TUBELESS P 235/75R 15 


26. BRAKES: HEAVY DUTY, POWER BRAKES, DUAL SYSTEM 


COMPLIANCE VES 


27; REFLECTORS, MARKER INSTALLED TO MEET STATE REQUIREMENTS ОМ ALL 
& CLEARANCE LIGHTS: CLASS 1 6 3 TRUCKS 


COMPLIANCE E 


28. WHEELS: FIVE (5) 5 HOLE 15.0" X 6" WITH STANDARD COVER 
COMPLIANCE у Є $ 
29. MANUAL: SERVICE MANUAL ON ALL EQUIPMENT 


COMPLIANCE Yes 
TO BE COMPLETED BY BIDDER 


MAKE: r2] 
MODEL: ЖЖ БУЛ Hes E -/5 о 
ҮЕАВ: / 9 pf 


DELIVERY TIME A.R.O. CAD Dey ; qo Em 


COST PER UNIT: $ 43 


TOTAL COST OF TWO (2) $ 52% GO YS 


NAME OF COMPANY BIDDING: Ou Ie) Ac 


DATE: — As & 


22. 
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СІТҮЗОР-ҒОКТ WAYNE 
DEPARTMENT OF PURCHASING 
ONE MAIN STREET - ROOM. 350 
FORT WAYNE, INDIANA 46802 
BID REFERENCE # 1310 


DATE October 22, 1987 


DUE DATE Tuesday, November 17, 1987 at 11:00 A.M. 


Department receiving bid items Animal Control Department 





2225 Dwenger Avenue 

Fort Wayne; IN 46805 = uu 
Bid Bond Required NO Y PSHE 2 AMOUNT 5% 
Performance Bond Required NO X NES AMOUNT 
Affirmative Acticn-On file with the City of Fort Wayne x 

- Attached to this document 

Prompt payment discounts will be allowed as follows: % 
if paid within days. 


The City of Fort Wayne is exempt from Federal excise and Indiana 
State Sale Tax. The City's Indiana Sales Tax Exemption Certif- 
icate number is 356-001-255 0013, prices should not include these 
taxes. ; 


The execution hereof by the bidder is acceptance of all terms and 
conditions herein and in that regard the bidder agrees to be 
bound by same and be bound to the amount of his/her bid for a 
period of піпесу (90) days. 


Glenbrook Dodge, Inc. 
Name of Company 









РӘ: I b 2 Agent 
' LE (signatur 
\ М DIS Address 100 W. Coliseum ` 


Cit Fort Wayne, IN 


SPECIFICATIONS FOR TWO(2) NEW, 1988 MODEL, VAN TYPE TRUCKS, INCLUDING ALL 
EQUIPMENT LISTED AS STANDARD IN MANUFACTURER'S PRINTED LITERATURE 
DESCRIBING THE VEHICLES, UNLESS SUPERSEDED BY SPECIAL EQUIPMENT SPECIFIED 
HEREIN. 


R 


4. 


10. 


dik 


12. 


Metal check arms-all doors 


G.V.W.: 6,600 LBS. MINIMUM 


GVW will be 64001. COMPLIANCE 
SVP ANSE по 


WHEELBASE: 125 INCHES MINIMUM 
1276 wheelbase COMPLIANCE Yes 
CAB & INTERIOR: STANDARD WITH DUAL  PADDED  VISORS, BLACK 


INSULATED RUBBER/VINYL FLOOR MATS, AM RADIO, 
CIGAR LIGHTER, RIGHT SIDE DOOR SLIDING WITH TIP 
OUT GLASS, REAR DOORS BOTH WITH TIP OUT GLASS 
AND REAR DOOR POSITIONERS 


COMPLIANCE yes 


WINDSHIELD WIPERS: 2-SPEED ELECTRIC WITH WASHERS 


COMPLIANCE yes 


MIRRORS: TWO (2) OUTSIDE, 6" X 9", SWING-LOCK LOW PROFILE 


Mirrors are dual, 6x9, low-mounted, bright, but not swing-away. 
COMPLIANCE һо 


HEATER/DEFROSTER: HEAVY DUTY, FRESH AIR HIGH OUTPUT. AIR 
CONDITIONING WITH MANUAL CONTROL FRONT ONLY 
Unit offered is standard of type not heavy duty 


above standard. COMPLIANCE no 
SEATS: TWO (2) HEAVY DUTY, FULL FOAM, DRIVER AND RIDER 


Seats are standard of type. not heavy duty COMPLIANCE no 
above standard. 


SEAT BELTS: DRIVER AND RIDER 
COMPLIANCE уез 
COLOR: ONE SINGLE COLOR WHITE 
COMPLIANCE уе; 
GAUGES: GAUGE-TYPE INDICATORS, AMP., OIL, WATER 
COMPLIANCE yes 
ENGINE: 8 CYLINDER, 5.0L MINIMUM WITH HEAVY DUTY COOLING 
318, V8, 5.2 liter COMPLIANCE yes 
OIL FILTER: FULL FLOW, 1 QUART CAPACITY 


COMPLIANCE yo, 2 


13. AIR CLEANER: 


14. ELECTRICAL SYSTEM: 


15.  BATTERY/ALTERNATOR: 


Battery is 500 amp. 


16. DIRECTIONAL SIGNALS: 


172 CAB DOME LIGHT: 


18. SHOCK ABSORBERS: 


19. BU MPERS: 


20. SPRINGS: 


21. AXLES: 


Front axle-3300# 
Rear axle-3850# 


22. TRANSMISSION: 


23. REAR END: 


24. RUSTPROOFING: 


25. "TIRES: 


P 235209 5SR15X1 


STANDARD 

COMPLIANCE Yes | 
12 VOLT 

COMPLIANCE yes 


HEAVY DUTY 70 AMP HOUR MAINTENANCE FREE, MIN. 


100 AMP. ALTERNATOR 
Alcernator тех. 120 amp. 


COMPLIANCE See left for 
SELF-CANCEL, FRONT AND REAR Pee 
COMPLIANCE Уез 
INSTALLED FRONT AND REAR 
COMPLIANCE yes 
HEAVY DUTY, FRONT AND REAR 
COMPLIANCE yes 
FRONT AND REAR 
COMPLIANCE yes 
HEAVY DUTY, FRONT AND REAR 
COMPLIANCE yes 


FRONT - 3,400 LBS. MINIMUM CAPACITY 
REAR - 3,800 LBS. MINIMUM CAPACITY 


COMPLIANCE 19 
3-SPEED AUTOMATIC WITH EXTERNAL COOLER 

COMPLIANCE Yes 
STANDARD AXLE RATIO 

COMPLIANCE Yes 
THE FRAME, CHASSIS, FENDERS AND BODY ETC. 
EXCEPT FOR DRIVESHAFT SHALL BE COMPLETELY 
RUSTPROOFED. RUSTPROGOFING MUST ВЕ IN 
COMPLIANCE WITH FEDERAL MILITARY SPECIFICATIONS 
GSA SPEC. FED-STD-297A-2-22-75, ENTIRE VEHICLE MUST 
BE RUSTPROOFED BY A COMMERCIALLY ACCEPTABLE 
PROACTICE WITH WARRANTY INDICATED. 


COMPLIANCE yes 


5 TUBELESS P 235/75R 15 


COMPLIANCE ЖАР 


26. 


BRAKES: HEAVY DUTY, POWER BRAKES, DUAL SYSTEM 


Brakes are standard of model, not heavy COMPLIANCE no 
duty above standard. 
27. REFLECTORS, MARKER INSTALLED TO MEET STATE REQUIREMENTS ОМ ALL 
& CLEARANCE LIGHTS: CLASS 1 & 3 TRUCKS 
COMPLIANCE yes 
28. | WHEELS: FIVE (5) 5 HOLE 15.0" X 6" WITH STANDARD COVER 
157x5.907 COMPLIANCE no 
29. MANUAL: SERVICE MANUAL ON ALL EQUIPMENT 
COMPLIANCE yes 
TO BE COMPLETED BY BIDDER 
MAKE: Dodge 
MODEL: B250 
YEAR: 1988 
DELIVERY TIME A.R.O. 90-125 days from receipt of order at factory. 
COST PER UNIT: $ 122892». 52 


TOTAL СО5Т ОҒ TWO (2) 


5 24,787.04 


NAME OF COMPANY BIDDING: Glenbrook Dodge, Inc. 


DATE: Lis 13587 


744 
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CITY OF FORT WAYNE 
DEPARTMENT OF PURCHASING 
ONE “MAIN. STREET - ROOM: 350 
FORT WAYNE, INDIANA 46802 
BID REFERENCE $- 1310 


DATE October 22, 1987 


DUE DATE Tuesday, November 17, 1987 at 11:00 A.M. 


Department receiving bid items Animal Control Department 

2225 Dwenger Avenue 

Fort Wayne, IN 46805 7 = => 
Bid Bond Required NO cc YES NN “АМПЕР OR — 


Performance Bond Required NO X YES AMOUNT 





Жж 


Affirmative Action -0n file with the City of Fort Wayne 
- e Attached to this document 


Prompt payment discounts will be allowed as follows: :) % 
if paid within days. 


The City of Fort Wayne is exempt from Federal excise and Indiana 
State Sale Tax. Тһе City's Indiana Sales Tax Exemption Certif- 
icate number is 356-001-255 0013, prices should not include these 
taxes. Á 


The execution hereof by the bidder is acceptance of all terms and 
conditions herein and in that regard the bidder agrees to :be 
bound by same and be bound to the amount of his/her bid for a 
period of піпесу (90) days. 


DeHaven Chevrolet, Inc. 
Name cf Compa 







PD: Р 


UAE | (signature) 
Addre 5200 Illinois Rd. 
МООА. кесе 5200 шызты 0 | 


City. Ft. Wayne, ІМ 46804 У 


с 


SPECIFICATIONS FOR TWO(2) NEW, 1988 MODEL, VAN TYPE TRUCKS, INCLUDING ALL 
EQUIPMENT LISTED AS STANDARD IN MANUFACTURER'S PRINTED LITERATURE 
DESCRIBING THE VEHICLES, UNLESS SUPERSEDED BY SPECIAL EQUIPMENT SPECIFIED 


HEREIN. 
1. G.V.W.: 
25 WHEELBASE: 


8. 


10. 


11. 


12. 


CAB & INTERIOR: 


WINDSHIELD WIPERS: 


MIRRORS: 


HEATER/DEFROSTER: 


SEATS: 


SEAT BELTS: 


COLOR: 


GAUGES: 


ENGINE: 


OIL FILTER: 


6,600 LBS. MINIMUM 


COMPLIANCE 


125 INCHES MINIMUM 


COMPLIANCE Yes 


STANDARD WITH DUAL  PADDED  VISORS, 
INSULATED RUBBER/VINYL FLOOR MATS, AM RADIO, 
CIGAR LIGHTER, RIGHT SIDE DOOR SLIDING WITH TIP 
OUT GLASS, REAR DOORS BOTH WITH TIP OUT GLASS 
AND REAR DOOR POSITIONERS k 


COMPLIANCE Ye 


2-SPEED ELECTRIC WITH WASHERS 


COMPLIANCE Yes 
TWO (2) OUTSIDE, 6 ЖОРУ SWING-LOCK LOW PROFILE 
9" x 6.5!" 
COMPLIANCE Yes 
HEAVY DUTY, FRESH AIR HIGH OUTPUT. AIR 


CONDITIONING WITH MANUAL CONTROL FRONT ONLY 


COMPLIANCE ves 





TWO (2) BRAMYORUTY, FULL FOAM, DRIVER AND RIDER 


COMPLIANCE Yes 





DRIVER AND RIDER 


COMPLIANCE Yes 





ONE SINGLE COLOR WHITE 


COMPLIANCE Yes 





GAUGE-TYPE INDICATORS, AMP., OIL, WATER 


COMPLIANCE Yes 





8 CYLINDER, 5.0L MINIMUM WITH HEAVY DUTY COOLING 


COMPLIANCE Yes 





FULL FLOW, 1 QUART CAPACITY 


COMPLIANCE Yes 


PS-1 


13. 
14. 


15. 


16. 
17. 
18. 


19. 


21. 


22. 
23. 


24. 


25. 


AIR CLEANER: 


ELECTRICAL SYSTEM: 


BATTERY/ALTERNATOR:HEAVY DUTY 70 AMP HOUR MAINTENANCE FREE, MIN 


DIRECTIONAL SIGNALS: 


CAB DOME LIGHT: 


SHOCK ABSORBERS: 


BU MPERS: 


` SPRINGS: 


AXLES: 


TRANSMISSION: 


REAR END: 


RUSTPROOFING: 


TIRES: 


STANDARD 


COMPLIANCE  yeg 
12 VOLT j 


COMPLIANCE yes 


ЖОҚАМР. ALTERNATOR 
66 Amp Alternator 
А COMPLIANCE 


SELF-CANCEL, FRONT AND REAR 


COMPLIANCE Yes 


INSTALLED FRONT AND REAR 


COMPLIANCE yes 
HEAVY DUTY, FRONT AND REAR 


COMPLIANCE ys _ 
FRONT AND REAR 


COMPLIANCE Yes 


HEAVY DUTY, FRONT AND REAR 


COMPLIANCE yes 


FRONT - 3,400 LBS. MINIMUM CAPACITY 
REAR - 689 LBS. MINIMUM CAPACITY 


3,500 
COMPLIANCE 


3-SPEED AUTOMATIC WITH EXTERNAL COOLER 


COMPLIANCE Yes 


STANDARD AXLE RATIO 


COMPLIANCE үө» 


THE FRAME, CHASSIS, FENDERS AND BODY ETC, 
EXCEPT FOR DRIVESHAFT SHALL BE COMPLETELY 
RUSTPROOFED. RUSTPROOFING MUST BE IN 
COMPLIANCE WITH FEDERAL MILITARY SPECIFICATIONS 
GSA SPEC. FED-STD-297A-2-22-75, ENTIRE VEHICLE MUST 
BE RUSTPROOFED BY A COMMERCIALLY ACCEPTABLE 
PROACTICE WITH WARRANTY INDICATED. 


COMPLIANCE Yes 


5 TUBELESS P 235/75R 15 


COMPLIANCE Y 


3 


26. BRAKES: HEAVY DUTY, POWER BRAKES, DUAL SYSTEM 
. COMPLIANCE yes 


27. REFLECTORS, MARKER INSTALLED TO MEET STATE REQUIREMENTS ON ALL 
& CLEARANCE LIGHTS: CLASS 1 6 3 TRUCKS 


COMPLIANCE Yes 
28. WHEELS: FIVE (5) 5 HOLE 15.0" X 6" WITH STANDARD COVER 
COMPLIANCE Yes 


29; MANUAL: à ; SERVICE MANUAL ON ALL EQUIPMENT 


Owner's Manual 
Maintenance Schedule COMPLIANCE Yes 


TO BE COMPLETED BY BIDDER 


MAKE: Chevrole e S S eain ише 

MODEL: G-20 Van Bi use 

YEAR: 1988 pee cr 005 

DELIVERY TIME A.R.O. Anproximately Six to Twelve Weeks 

СОЗТ PER UNIT: $ 12. 146,210) 

TOTAL COST OF TWO (2) $ 24.292 40 
Additional for Dealer Shop service manual 33.00 


^ 


Submitted by: 


Sheldon Rody 

DeHaven Chevrolet, Inc. 
5200 Illinois Rd. 

Ft. Wayne, IN 46804 
432-0677 
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CITY OF FORT МАУМЕ 
DEPARTMENT OF PURCHASING 
ONE MAIN STREET - ROOM 350 
FORT WAYNE, INDIANA 46802 
BID REFERENCE 3 1310 
DATE | October 22, 1987 


DUE DATE Tuesday, November 17, 1987 at 11:00 A.M. 


Department receiving bid items Animal Control Department 


2225 Dw A 

Fort Wayne, IN 46805. ж iS =. 
Bid Bond Required NO YES aux AMOUNT 5% 
Performance Bond Required NO X TES AMOUNT 





Affirmative Action -On file with the City of Fort Wayne Yes 
- Attached to this document 


Prompt payment discounts will Бе allowed аз follows: 
if paid within days. 


oo 


The City of Fort Wayne is exempt from Federal excise and Indiana 
State Sale Tax. The City's Indiana Sales Tax Exemption Certif- 
icate number is 356-001-255 0013, prices should not include these 
taxes. . š 


The execution hereof by the bidder is acceptance of all terms and 
conditions herein and in that regard the bidder agrees to be 
bound by same and be bound to the amount of his/her bid for a 


period of ninety (90) days. 
| ЖР Деуеег/е É 
Мапе оҒ Сопрапу 
j L] 
WHERE AMERICA Address 52e “State 
NOMS 


City Хос w^AwWJe. Ew „ёо 






с 


(ѕіспа аге) 


I3. 


14. 


15; 


16. 


17. 


18. 


19. 


20. 


21. 


22: 


23. 


24. 


25. 


AIR CLEANER: 


ELECTRICAL SYSTEM: 


STANDARD 
COMPLIANCE 
12 VOLT 
COMPLIANCE 
BATTERY/ALTERNATOR:HEAVY DUTY 70 AMP HOUR MAINTENANCE FREE, MIN. 
100 AMP. ALTERNATOR $5 AMP 
COMPLIANCE 


DIRECTIONAL SIGNALS: 


CAB DOME LIGHT: 


SHOCK ABSORBERS: 


BU MPERS: 


SPRINGS: 


AXLES: 


TRANS MISSION: 


REAR END: 


RUSTPROOFING: 


TIRES: 


SELF-CANCEL, FRONT AND REAR 
COMPLIANCE 
INSTALLED FRONT AND REAR 
COMPLIANCE 
HEAVY DUTY, FRONT AND REAR 
COMPLIANCE 
FRONT AND REAR 
COMPLIANCE 
HEAVY DUTY, FRONT AND REAR 
COMPLIANCE 


FRONT - 3,400 LBS. MINIMUM CAPACITY 
REAR - 3,800 LBS. MINIMUM CAPACITY A3$eó 


COMPLIANCE 
3-SPEED AUTOMATIC WITH EXTERNAL COOLER 

COMPLIANCE 
STANDARD AXLE RATIO 

COMPLIANCE 
THE FRAME, CHASSIS, FENDERS AND BODY ETC, 
EXCEPT FOR DRIVESHAFT SHALL BE COMPLETELY 
RUSTPROOEED.. RUST E RIO O FING: MUST BE IN 
COMPLIANCE WITH FEDERAL MILITARY SPECIFICATIONS 
GSA SPEC. FED-STD-297A-2-22-75, ENTIRE VEHICLE MUST 
BE RUSTPROOFED BY A COMMERCIALLY e ышы 
PROACTICE WITH WARRANTY INDICATED. 


COMPLIANCE 


5 TUBELESS P 235/75R 15 


225 522 15 
222/7 COMPLIANCE 


- 


26. BRAKES: HEAVY DUTY, POWER BRAKES, DUAL SYSTEM 
COMPLIANCE 


27. REFLECTORS, MARKER INSTALLED TO MEET STATE REQUIREMENTS ON ALL 
& CLEARANCE LIGHTS: CLASS 1 & 3 TRUCKS 





COMPLIANCE 

28. WHEELS: | FIVE (5) 5 HOLE 15.0" X 6" WITH STANDARD COVER 
COMPLIANCE 

29. | MANUAL: SERVICE MANUAL ON ALL EQUIPMENT 
COMPLIANCE 

TO BE COMPLETED BY BIDDER 

MAKE: C havAolet 

MODEL: z^ 794 VAN 

YEAR: (gre 

DELIVERY TIME A.R.O. Det b4 Gm. Жана бараг ист! 

COST PER UNIT: 5 Li EES 

TOTAL COST OF TWO (2) 5 25 34 


МАМЕ ОЕ COMPANY BIDDING: 


DATE: 
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Zs 
(Front Page) 


CITY OF FORT WAYNE 
DEPARTMENT OF PURCHASING 
ONE MAIN STREET - ROOM 350 
FORT WAYNE, INDIANA 46802 
BID REFERENCE $- 1310 


DATE | October 22, 1987 


DUE DATE Tuesday, November 17, 1987 at 11:00 A.M. 


Department receiving bid items Animal Control Department 

2225 Dwenger Avenue 

Fort Wayne, IN.46805. сы S. rw 
Bid Bond Required NO-C2I YES ON hs AMOUNT Z UOS s 


Performance Bond Required NO X YES AMOUNT 





ffirmative Acticn-On file with the City of Fort Wayne 
- Attached to this document 
Prompt payment discounts will be allowed as follows: % 
if paid within days. 


The City of Fort Wayne is exempt from Federal excise and Indiana 
State Sale Tax. The City's Indiana Sales Tax Exemption Certi£- 
icate number is 356-001-255 0013, prices should not include these 
taxes. š 


The execution hereof by the bidder is acceptance of all terms and 
conditions herein and in that regard the bidder agrees to be 
bound by same and be bound to the amount of his/her bid for a 
period of піпесу (90) days. 


Bob Jackson Fond - Nonth 


Name cf Company 


p Hii |^. MET NL Ды. а сыла a се дег 
QUIM (signature) 


Address 320 West Colineum Blvd. 
YY 
IUDAS. агаад 
Саке Жыла” з шд £x 


26. BRAKES: HEAVY DUTY, POWER BRAKES, DUAL SYSTEM 
COMPLIANCE 


27. REFLECTORS, MARKER INSTALLED TO MEET STATE REQUIREMENTS ОМ ALL 
& CLEARANCE LIGHTS: CLASS 1 6 3 TRUCKS 


COMPLIANCE 

28. WHEELS: FIVE (5) 5 HOLE 15.0" X 6" WITH STANDARD COVER 
COMPLIANCE 

29. | MANUAL: SERVICE MANUAL ON ALL EQUIPMENT 
COMPLIANCE 

TO BE COMPLETED BY BIDDER 

MAKE: Fond 

MODEL: E-/50 Cango Van 

YEAR: /966 

DELIVERY TIME A.R.O. approx. 8-10 weeka 

COST PER UNIT: $ 12,414.00 

TOTAL COST OF TWO (2) s 24, 626.00 


NAME OF COMPANY BIDDING: Bob Jacknon Fond - Month 
DATE: Novemben SE, / 967 


pe- 


DIGEST SHEET 
TITLE OF ORDINANCE: SPECIAL 


DEPARTMENT REQUESTING ORDINANCE: | PURCHASING 
SYNOPSIS OF ORDINANCE: VA aA BO 


An ordinance approving Civil City Purchase order #01788 with respect to the purchase of 
Two (2) full size vans for the Animal Control Department. Тһе cost of the vans is the 
lowest to the City per the specifications in Reference #1310. 


EFFECT OF PASSAGE: 


Purchase of the vans is necessary to supplement the existing fleet of three (3) vans that are 
very unreliable due to high maintenance costs and downtime. 


EFFECT OF NON-PASSAGE: 


Without the purchase of the vans, Animal Control would not be able to operate effectively, 
resulting in a lower level of service to the public. Animal related calls for service would go 
unanswered and/or response time slower. Тһе number of Animal Control officers on the 
street where they are needed would be cut without the additional vans. 


MONEY INVOLVED (Direct costs, Expenditures, Savings): 


Kelley Chevrolet $23,499.34 +/- 


ASSIGNED TO COMMITTEE (President): 


pu a eld 
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BILL NO. 6-87%12-01 


REPORT ОР THE СОММІТТЕЕ ОМ FINANCE ' 


WE, YOUR COMMITTEE ON FINANCE : TO WHOM WAS 


REFERRED AN (ORDINANCE) (RESOLUPLON). ^ avproving Civil City 


with Kelley Chevrolet, for the Animal 


Purchase Order #01788, 1 Е д) 
Ontrol Department of the City of Fort Wayne, Indiana 


* 


HAVE HAD SAID арине) (RESODUTHTORN) UNDER CONSIDERATION AND BEG 


LEAVE TO REPORT BACK то THE COMMON COUNCIL THAT SAID (ORDINANCE) 


(RESODIXREONK | : 
omen o oi CA UE ЕТО а 
NO 


YES. 


2 ў ВЕМ А. ЕІЅВАРТ 
I ee И li єк Гі 


CHAIRMAN 
STIER 


JAMES S. 
"puer. Е M ITE 

VICE CHAIRMAN 

CHARLES B. REDD M ue HN MTM жуз 
ла lE аул дан 


DONALD J. SCHMIDT ( SS O ) 
жу а зеш сод” A CMS: 


SAMUEL J. TALARICO 


Sh THEE CT TRE саны, 88 - = А - y 
>F] 
CONCURRED IN ту РЁ SANDRA E. KENNEDY 





CITY CLERK 


